United States Department of State 

Office of Foreign Missions 
Washington, B.C. 20520 


NOTICE 

Retirement of John P. Gaddis, Deputy Assistant Secretary for the 
Office of Foreign Missions 

On September 15, 2006, John P. Gaddis retired from the U.S. Department of State with 
25 years of public service. 

As a result, the Managing Director of the Office of Foreign Missions (OFM), 
John T. Sheely will serve as OFM's Acting Deputy Assistant Secretary until a 
permanent replacement is secured. 

While serving in this capacity, Mr. Sheely's office will be located at 2201 C Street, NW 
Room 2236. He can be contacted by telephone at (202) 647-3417. 


For more information concerning OFM visit www, state .go v/of m . 
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